MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  5  Township:  9  North  Range:  1  West  Corner  ID:  Blm  G-03 

Monument  Description  &  Remarks:  5/8"  Rebar  with  missing  cap,  "SHEPPARD  LS  20100021", 
set  0.3ft  below  ground.  Survey  Sign  5ft  above  ground  at  pt.  B 

References  On  File:  Michael  E.  Sheppard  survey,  Howard  Halderman  (2007),  on  file  in 
Recorder  Office  cabinet  S,  envelope  389 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  this  document  was  prepare^ug^f  toj,^ 
direction  in  accordance  with  the  provisions  of  section  36-2-12-1 1 

is  given  upder  my  hand  and  seal  this  29th  day  of  April,  2008.  ^  . \  ^  **••-*> 
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